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Chief, Intelligence laferaatlon Staff, OBB 6 lfey 195? 

HMJ I Chief, Industrial Mvlslen, «■ 

Acting Chief, Electrical Btjaijsaent. Branch* OSB 

Bequest for Esquiresients, 0® 1X476, 201-03467* MI-134#, MGSML3469 


The HHiming. recrements are requested* 

1* Brief awssaary of physical characteristic®, structure, 
photograph®, ant all mrkinge* 

2, Brief ammry of moat essential electrical characteristics* 

3* arief evaluation of probable mierlals and saethoda used, based 
only m competent observations* 

4* Are the tubes ruggedisei for ailitary u» such as in guided 
is&aeilea or W fuses? 


$m Brief evaluation of probable aa*mf»®t«f3.ng. cost for net price 
compared to sis&lar © items* 
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